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MEMORANDUM NO. X / ~~ S 

M3M3RANDUM FOR: 25X1 A9a 

SUBJECT: Request for IM SC No. 06810/66 


REFERENCE: 



dated 19 June 1966 25X1 A 6 a 


After having cited XM SC No. 06810/66 in our outgoing cable 

25X1 A 6 c it was learned that the distribution of that 

memorandum was very limited. I am, however, enclosing pertinent 
sections from it for your use. It should toe kept in mind that 
the estimates contained therein are dated and already changed in 
some instances. 


Enclosure: 

As stated above. 



25X1 A9a 
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